To:  Grantham,  Nancy[Grantham. Nancy@epa.gov];  Foster,  Althea[Foster.Althea@epa.gov] 

From:  Barry,  Michael 

Sent:  Tue  9/22/2015  9:03:36  PM 

Subject:  RE:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


Hi  Nancy, 

We  spoke  with  the  mine  regards  the  county  sampling  in  the  Adit. 


The  next  opportunity  would  be  Sunday.  They  are  shotcreteing  continually  until  then. 


We’ve  asked  them  to  assess  other  potential  dates  post  Sunday  during  the  week. 


Alike 


Mike  Barry  | Office:  617.918.1344  | Cell:  617.680.5466  | barry.michael@epa.gov 
Team  Leader  On-Scene  Coordinator, 

Emergency  Response  & Planning  Branch 

EPA  Region  1,  5 Post  Office  Square,  Suite  100  (OSRR02-2),  Boston,  MA,  02109 


From:  Grantham,  Nancy 

Sent:  Tuesday,  September  22,  2015  12:07  PM 

To:  Foster,  Althea;  Barry,  Michael;  Grantham,  Nancy 

Subject:  FW:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


Fyi  ..  let  me  know  when  you  have  reached  the  mine  re:  sampling  - county  may  want  to  take  our 
additional  sample  as  well  as  collect  their  own  with  our  assistance. 


1798885 


ED  000792  00000895-00001 


Thanks  ng 


From:  Sheryl  Rogers  [mailto:rogers@lpcattorney.org] 

Sent:  Tuesday,  September  22,  2015  12:00  PM 

To:  Grantham,  Nancy 

Cc:  Kerby  Joe;  Spina  Joanne 

Subject:  Fwd:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


Sent  from  my  iPad 

Begin  forwarded  message: 

From:  Peter  Foster  <pfoster@wrightwater.com> 

Date:  September  22,  2015  at  10:42:04  AM  MDT 
To:  Sheryl  Rogers  <rogers@lpcattornev.org> 

Cc:  Adam  Smith  <smith@lpcattornev.org> 

Subject:  FW:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine 
Site 

See  below. 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 


(970)259-7411 

(970)  259-8758  FAX 
HTTP://www.  wriqhtwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or 
transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not  necessarily 
represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for 
verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and 
confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any 
disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should 
notify  us  immediately  by  reply  e-mail.  WWE  makes  no  representations  or  warranties  of  any  kind  with  respect  to  the  contents  of  this 
communication  and  any  enclosures  and  neither  shall  any  third  party  recipient  be  entitled  to  rely  on  such  communication  and  any  enclosures. 
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From:  David  A.  Cook  [mailto:1awbydave@gmail.com] 

Sent:  Tuesday,  September  22,  2015  9:18  AM 
To:  Peter  Foster  <pfostcr@wrightwater.com> 

Subject:  RE:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


You  have  permission. 


David  A.  Cook 
David  A.  Cook,  P.C. 

6 S Tejon  St  Ste  400 
Colorado  Springs,  CO  80903 
(719)  634-6736 


This  e-mail  message,  including  any  attachments,  is  for  the  sole  use  of  the  intended  recipient(s)  and 
may  contain  confidential  and  privileged  information.  Any  unauthorized  review,  use,  disclosure  or 
distribution  is  prohibited.  If  you  have  received  this  message  in  error,  please  advise  the  sender  by 
reply  e-mail  and  destroy  all  copies  of  the  original  message. 


Any  tax  advice  in  this  communication,  including  attachments,  is  not  intended  or  written  to  be  used  and  cannot  be  used  for 
the  purposes  of  avoiding  federal  tax  penalties.  Any  advice  in  this  communication  is  limited  to  the  conclusions  specifically 
set  forth  herein  and  is  based  on  the  completeness  and  accuracy  of  the  stated  facts,  assumptions  and/or  representations 
included. 


From:  Peter  Foster  [mailto:pfoster@wriqhtwater.coml 

Sent:  Tuesday,  September  22,  2015  8:12  AM 

To:  lawbvdave@qmail.com 

Subject:  RE:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


Dave,  just  checking  to  see  if  you  received  my  e-mail  below.  Any  word  from  the  owner  of 
the  Gold  King  Mine? 

Thanks  for  your  attention  in  this  matter. 
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Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 

(970)  259-741 1 


(970)  259-8758  FAX 
HTTP://www.wriq  htwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or 
transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not  necessarily 
represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for 
verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and 
confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any 
disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should 
notify  us  immediately  by  reply  e-mail.  WWE  makes  no  representations  or  warranties  of  any  kind  with  respect  to  the  contents  of  this 
communication  and  any  enclosures  and  neither  shall  any  third  party  recipient  be  entitled  to  rely  on  such  communication  and  any  enclosures. 


From:  Peter  Foster 

Sent:  Monday,  September  21,  2015  1 1:40  AM 

To:  'lawbvdave@gmai1  .com1  <lawbvdave@gmai1  .com> 

Subject:  Water  quality  and  sediment  sample  collection  at  the  Gold  King  Mine  Site 


Dave, 

Thanks  for  returning  my  call.  La  Plata  County  is  interested  in  collecting  water  quality  and 
sediment  samples  at  the  Gold  King  Mine  Site.  EPA  will  likely  collect  samples  at  the  same 
time.  La  Plata  County  is  requesting  access  from  the  mine  owner  to  collect  the  samples. 
Can  you  follow  up  with  your  client  and  see  if  La  Plata  County  can  get  access  to  the  Gold 
King  Mine  portal. 


Please  let  me  know. 
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Thank  you. 


Pete 


Peter  R.  Foster,  P.E. 

Vice  President 

Wright  Water  Engineers,  Inc. 

Over  50  Years  of  Service 

1666  N.  Main  Ave.,  Suite  C 
Durango,  CO  81301 

(970)  259-741 1 

(970)  259-8758  FAX 
HTTP://www.wriqhtwater.com 


BY  RECEIVING  THIS  ELECTRONIC  INFORMATION,  including  all  attachments,  the  receiver  agrees  that  this  data  may  not  be  modified  or 
transferred  to  any  other  party  without  the  prior  written  consent  of  Wright  Water  Engineers,  that  this  electronic  information  may  not  necessarily 
represent  the  information  shown  on  the  recorded  or  approved  final  developments  and/or  documents,  and  that  the  receiver  is  responsible  for 
verifying  the  information  contained  within  the  electronic  data  against  the  recorded  or  approved  final  documents.  This  privileged  and 
confidential  information  is  intended  only  for  the  use  of  the  individuals  named  above.  If  you  are  not  the  intended  recipient,  be  aware  that  any 
disclosure,  copying,  distribution  or  use  of  the  contents  of  this  message  is  prohibited.  Anyone  who  receives  this  communication  in  error  should 
notify  us  immediately  by  reply  e-mail.  WWE  makes  no  representations  or  warranties  of  any  kind  with  respect  to  the  contents  of  this 
communication  and  any  enclosures  and  neither  shall  any  third  party  recipient  be  entitled  to  rely  on  such  communication  and  any  enclosures. 
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